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IRRIGATION AND POWER DEPARTMENT 


The 8th September, 2003 
No. 11698/245-W.- Whereas,it appears to the Governor ofHaryana that land specified below is needed by the 
Government at public expenses for public purposes namely , for the land proposed to be acquired for extension of 
Dinod Minor from RD . 20500 to 24900 tail in Village Dinod , Tehsil Bhiwani, District Bhiwani. 

It is hereby notified that the land in the locality specified below is to be required for the above purpose . 

This notification is made under the provision of Section 4 of the Land Acquisition Act, 1894 for the information 
of all to whom it may concern . 

In exercise of the powers conferred by the aforesaid section the Governor of Haryana is hereby authorised the 
Officers of the Irrigation Department for the timebeing engaged in the undertaking alongwith their servants workmen 
etc. to enter upon the survey any land in the locality and do all other acts required are premitted by that section . 

Further whereas the Governor of Haryana is satisfied that the land is required for the extension Dinod Minor 
which is very urgent importance within the meaning clause (c) of Sub- section (2 ) of Section 17 of the said act and 
whereas the Governor of Haryana is of the opinion that the provision of Sub -section (2) of the said section are thus 
applicable . It is hereby directed under Sub -section 17 of the said act that the provision of Section 5 - A of the said act 
shall not apply in with regard to this acquisition . 

The plans of the land may be inspected in the office of the Land Acquisition Collector- cum- District Revenue 
Officer, Bhiwani and Executive Enginner , construction Division No. 1 , Bhiwani. 


Specification 


Sr.No. District 


Tehsil 


Village 


Hadbast No. Area in Acres 


Boundary 


A strip of land measuring 4400 
feet in length and verying width 
passing through Khasra Number 
as below : 


1 . 


Bhiwani 


Bhiwani 


Dinod 


26 


12.80 


255 6/1, 6 / 2,6 / 3 , 7 , 8 , 9 , 10 , 11, 

12 , 13 , 14 , 15 
256 6 , 7 , 8 , 9 , 10 , 11, 12 , 13 , 14 , 

.15 
257 1 , 2 , 3 , 4 , 5 , 6 , 7 
258 1,2,3,4,5 
230 21, 22, 23 , 24 , 25 /1,25 /2 
231 21, 22 , 23 , 24 
And generally laying in the 
Direction from East to West 
West to North and North to West 
as per demarcation at site as 
shown in the index plan . 


By order of Governor of Haryana . 


( Sd .) ... , 
Superintending Engineer , 
Yamuna Water Services Circle , Bhiwani. 


36337.C.S . - H.G.P ., Chd . 


